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Two Suture Essentials combined in 


DeG Kalmerid Non-Boilable Catgut 


. sterile under the most 
rigid bacteriologic methods 


ever devised for testing catgut 
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In pneumonia 





Optochin Base 


For the specific treatment of pneumonia give 

2 tablets of Optochin Base every 5 hours, 

day and night for 3 days. Give milk with 

every dose but no other food or drink. 
Start treatment early 


Literature on request 


MERCK & CO. Limited Montreal 


412 St. Sulpice Street 











Made in Canada 


Combination 
Desk 
and Chart File 











Rack 


These desks are made to ac- 
commodate 10, 15, 20 or 30 
chart files. 























Desks finished with Stainless 
Steel, Monel Metal, or Plain 
White Enamel Tops. 














Write for Prices 


Metal Craft Co. 


Limited 
GRIMSBY, ONTARIO 


Makers of Hospital Furniture 
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A pleasant preventive 
of constipation 


O-DAY, medical science considers it just as important 

to prevent a disease as to cure it. In line with this 
practice is the use of Kellogge’s ALL-BRAN to prevent 
constipation. 


This famous health-cereal is both pleasant and effective. 
Only a small amount is needed to supply the required bulk. 
Just two tablespoonfulls daily will furnish the roughage 
necessary to prevent and relieve both temporary and re- 
curring constipation. In severe cases, ALL-BRAN is 
indicated with each meal. 


Kelloge’s ALL-BRAN acts naturally. The fiber absorbs 
moisture, forming a soft mass which gently sweeps the in- 
testines clean of poisonous wastes. 


In addition, ALL-BRAN furnishes iron, in a readily ab- 
sorbed form. 


Variety in serving is another advantage of ALL-BRAN. 
Delicious with milk or cream, fruits or honey added. Sug- 
gest its use in cooking—for tempting muffins, breads, 
omelets, etc. Appetizing recipes on the package. Made by 
Kellogg in London, Canada. 


A RADIO FEATURE 


Every Sunday evening from 10.30 to 11.00 (Eastern Standard Time), over 

the Blue network, Kellogg's Kaffee Hag Coffee presents to you tie 

popular Slumber Music by Ludwig Laurier, a program of the sweetest 
music ever written. Tune in and enjoy it. 


9 Y RELIEVES CONSTIPATION 
Koblugy” Halleggs 
4 | ALLBRAN 
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steadily 
increasing list of 
progressive hospitals using 


Spring-Air 
Bed Cushions 


is an indication that YOU might also 
find it to your advantage to use 
“Spring-Air.” 


















Prominent Hospitals using this Better Mattress— 


Toronto Western Hospital - - Toronto 
Hamilton General Hospital - - Hamilton 
Victoria Hospital - - - London 
Mountain Sanatorium - - Hamilton, Ont. 
Toronto Hospital for Consumptives - Weston 
Brantford General Hospital - - Brantford 
Charlotte Elenor Englehart Hospital - Petrolea 
Mount Forest General Hospital - Mount Forest 
Galt Hospital - - - Galt 


Sault Ste. Marie, Ont. 
Kingston, Ont. 
Kapuskasing, Ont. 


General Hospital - 
General Hospital - - - 
Sensenbrenner Hospital - 

Grace Hospital - - - - Toronto 
General Hospital - - - - Winnipeg 
Misericordia Hospital - Haileybury, Ont. 
General Hospital - - Moose Jaw, Sask. 
The Isolation Hospital - - Toronto, Ont. 
Haldimand War Memorial Hospital - Dunnville 


Write for particulars of our proposition 
for hospitals. 


THE CANADIAN FEATHER 
& MATTRESS CO. 


LIMITED 
TORONTO OTTAWA 


“We Keep Awake that Others May Sleep”’ 
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Can your Patients be 
removed Quickly and 
Safely in case of Fire? 


ct-slieet —Potter Tubular Fire Es- 
capes being fully enclosed, allow for 
the safe removal of all patients in any 
emergency. Falling obstacles, smoke, 
fire and debris cannot injure the 
patients. wa-SsVvEeer — Potter Fire 
Escapes are large enough to accom- 
modate the regular hospital mattress. 


Let us study your particular con- 
ditions. No obligation on your part. 


Approved by the Underwriters’ La- 
boratories. 


Also made for schools. 


GEO. W. REED & CO., LTD. - - MONTREAL 
METALLIC ROOFING CO., LTD. - TORONTO 
HEATHER & LITTLE - - TORONTO 


WESTERN STEEL PRODUCTS LTD., WINNIPEG 


Divisions of 


CORPORATE. SIEEL PRODUCTS 


MONTREAL 


CANADIAN INSTALLATIONS: 
Western and General Hospit-Is - - - 
Soldier’s Memorial Hospital - - 
Chipman Memorial Hospital - - - 


Montreal, Que. 
Campbellton, N.B. 
St. Stephen, N.B. 


Jeffry Hale’s Hospital - - - - - = Quebec, Que. 
Winnipeg General Hospital - - - - Winnipeg, Man. 
King George Hospital - - - - - Winnipeg, Man. 


House of Refuge - - - - - - - Sarnia, Ont. 
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A CROSS ON THE DOOR 


Sealed 
ae Doom 


of another household! 


ONDON was a nightmare of horror that summer. The Black Death 
raged through the city. Victims died so fast that condemned 
prisoners collected the bodies by the cartload. 

Terror-stricken, the survivors went to the most extreme lengths to 
save themselves. The most drastic regulations were made. A red cross, 
and the words “God have mercy on us,” were chalked on the door of 
every house in which the plague had struck. 

The cross on the door served as a warning. But it was also a sentence 
of death on all within, for no one was permitted to leave these houses. 
Shut up like rats in a trap, the well were condemned to die with the 
sick. 

Cruel and inhuman? Yes—but only ignorance was to blame. For in 
1665, pestilence was regarded as Divine vengeance for sin. Germs were 
unheard of, sanitation unknown. 

Not until 200 years later, after the American Civil War, did the 
medical world discover that disease and infection are caused by germs, 
and that germs can be killed. Today, science wages an unceasing war 
upon germs, and one of its most effective weapons in this fight is 
“Lysol” Disinfectant. 

For more than forty years, this germicide has been a standard with 
doctors and hospitals. Its bactericidal potency even in the presence 
of organic matter; its purity and uniformity in composition and ac- 
tion; its neutrality and freedom from irritating free alkali and im- 
purities of all kinds—here are the reasons why “‘Lysol’”’ Disinfectant 
always does the job it is intended to do. 


Special price to hospitals 


Lysol Disinfectant is economical both in first cost and inuse. Hospitals 
can obtain “Lysol” today at cost—at the special low price of $1 75 
a gallon in ten-gallon lots. This brings the manufacturer not a penny 
of profit. It is a contribution to the splendid work of hospitals in 
combating disease. 

Hospitals which desire to provide for disinfectant needs over the 
coming year, may use a Special Purchase Plan. This contains a further 
price consideration. For details of this plan and for further informa- 
tion on where and how to use “Lysol” in the hospital, just fill out the 
coupon and mail it—NOW. 





THE CROSS ON THE DOOR WAS A SENTENCE OF DEATH ON ALL WITHIN 


Trademark “Lysol” Registered in Canada 


POeT UP 
. 


Lysot (Canada) Limirep, Hospital Dept. B-1 
9 Davies Avenue, Toronto 8, Canada 

We shall be glad to know about your Special 

Yearly Purchase Plan for “Lysol” Disinfectant 

and to have you send charts showing where and 

how hospitals can use “Lysol” most effectively. 
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Hospital Electric Sterilizers 


Fully protected by the famous WESTINGHOUSE 
Low Water Cut-off - - Used only on CASTLE Ster- 
ilizers - - Has saved hospitals hundreds of dollars. 


Write for more ‘ 1202 University Ave. 
information and Rochester 
references. New York 
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Officials of 
Canadian Hospital Associations 


Alberta Hospital Association. 
President, Mr. A. T. Stephenson, Municipal Hospital, Red 
Deer. 
Secretary-Treasurer, Mr. T. Cox, Edmonton. 


British Columbia Hospitals Association. 


President, J. H. McVety, Vancouver. 
Secretary, Miss M. F. Gray, Vancouver. 


Department of Hospital Service, 
Canadian Medical Association. 
Secretary, Dr. G. Harvey Agnew, 184 College Street, 
Toronto. 


Hospital Association of Nova Scotia and 
Prince Edward Island. 
President, L. D. Currie, LL.B., Glace Bay, N.S. 
Secretary, Miss Ann Slattery, B.A., R.N., Dalhousie 
University, Halifax, N.S. 


Manitoba Hospital Association. 
President, A. McIntyre, Virden. 
Secretary, Dr. G. S. Williams, Superintendent, Children’s 
Hospital of Winnipeg. 


Maritime Catholic Hospital Association. 
President, Sister Kenny, Hotel Dieu, Chatham, N.B. 
Sec.-Treas., Sister St. Stanislaus, B.A. 


New Brunswick Hospital Association. 


President, John A. Reid, Fredericton. 
Sec.-Treas., Lieut.-Col. T. G. Loggie, Fredericton. 


Ontario Hospital Association. 
President, Dr. John Ferguson, Toronto. 
Secretary, Dr. F. W. Routley, Room 314, Medical Arts 
Building, Toronto 5, Ont. 


Saskatchewan Hospital Association. 


President, Dr. H. W. Lewis, Saskatoon. 
Sec.-Treas., G. E. Patterson, Regina. 
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May 12th Doubly Significant 
Date This Year 


AY 12th will be celebrated as usual throughout 

the North American Continent as National 

Hospital Day, and hospitals are urged to make 
their plans early in order that the “hospital consciousness” 
of the public whom they serve may be raised to the highest 
possible pitch. If your hospital has found by past ex- 
perience that the climate of your district and the occupa- 
tion of the people whose interest you wish to arouse make 
it well nigh impossible to celebrate National Hospital Day 
with any degree of success on May 12th, it is recom- 
mended that you do not abandon this celebration but ap- 
point some later date which you feel is suitable. 


It has become more and more apparent that occupation 
and climate are very important factors that sometimes 
seriously impede the celebration of National Hospital 
Day in Canada on May 12th. As a matter of fact, some 
six months ago we asked various hospital administrators 
from coast to coast for their opinion, and while all were 
definitely in favour of Hospital Day and realized its in- 
fluence in creating interest in hospital work, some were of 
the opinion that May 12th was not universally suitable. 
Others declared that they were against changing the date, 
mainly because they attached great significance to May 
12th, the birthday of Florence Nightingale, and because 
they appreciated the impetus which a national celebration 
can give. 

Because we feel that sooner or later this matter will 
be given widespread attention in the Canadian hospital 
field, we will publish in our March issue some of the 
opinions which have been expressed on this matter. 


No one appreciates better than we do what a _ well 
planned programme for National Hospital Day can do to 
arouse public interest in the work of hospitals. But we 
do feel that a Hospital Day programme is more effective 
when celebrated at a time at which it is possible to arouse 
more general interest than on May 12th merely because it 
is the day appointed for a national celebration. We are 
totally in sympathy with what the National Hospital Day 
Committee sponsors, and our advice to hospitals would 
be, “Celebrate Hospital Day whenever you feel that it 
can be sponsored to the best advantage locally, but cele- 
brate it!” 

We are pleased to announce that Mr. Matthew Foley, 
Editorial Director of Hospital Management, has been ap- 
pointed Chairman of the National Hospital Day Com- 
mittee. This honour is well deserved, for Hospital 
Management has always supported the National Hospital 
Day movement. In reply to Mr. Foley’s request for our 
editorial support, we have already assured him of it while 
pointing out the differences of opinion which exist on this 
matter in Canada. We will endeavour in every way pos- 
sible to encourage the celebration of Hospital Day in 
Canada, if not on May 12th, at some other date suitable 
to specific needs. 

May 12th, is doubly significant this year, inasmuch as 
the birthday of Florence Nightingale, “The Angel of the 
Crimea,” has been appointed as Red Cross Day through- 
out the British Empire. Nowhere is the Red Cross doing 
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more outstanding work than in Canada, where there are 
approximately 50 Red Cross Hospitals, Outposts and 
Nursing Stations. Not the least important of their 
activities by any means, is the aid which is now being 
extended to the unemployed, hostels having been opened 
in Canada where the unemployed are assured of a place 
to sleep. 

Wherever possible, National Hospital Day and Red 
Cross Day should be celebrated in a fitting manner, cal- 
culated to arouse public interest in the hospitals and in 
the Red Cross Society. 


ay 


Booklet of “Information for Patients” 
Issued by Toronto General 


OR patients applying for admission to the Private 
-atients Pavilion of the Toronto General Hospital, 
there is published a small booklet, approximately 
3 x 5 inches in dimensions, which contains much informa- 
tion with which patients should be familiar. Patients en- 
tering the hospital for the first time are almost certain to 
feel a certain “strangeness” until they have become “‘ac- 
climatized,” and it is to hasten the acclimatization of 
patients that this booklet has been published. In addition 
to presenting information concisely, it saves nurses and 
other hospital executives the necessity of answering 
myriad questions, and provides the patient with a means 
of checking charges for services rendered. 

It also overcomes a very difficult situation that requires 
deft handling, that of familiarizing the patient with the 
financial obligations which are assumed on entrance to 
the hospital. In addition it outlines the services which the 
Private Patients Pavilion renders to its patients and the 
manner in which they may be procured. 

The title page of this little buff coloured booklet con- 
tains this admonition: “Please read this booklet. It con- 
tains information which if acted upon will enable us to 
give a more efficient service to our patients.” There fol- 
lows instructions on how to call a nurse and the alterna- 
tive method to be adopted when the patient is too ill to 
observe the usual method, the manner in which telephone 
charges for outgoing and long distance calls are com- 
puted, instructions for checking the menu for foods de- 
sired, charges for items not included on the dietary list, 
the hours at which between-meal nourishment are served, 
announcement of a dining room for visitors with “a la 
carte” service, visiting hours, instructions for the use of 
radio equipment. 

The question of fees is dealt with at some length, tact- 
fully yet clearly, indicating what services are rendered as 
part of the daily room charge and which are charged for 
separately. There follows the schedule of charges for 
meals served to special nurses and a suggestion that 
money, jewelry and valuables be left with the secretary 
for safekeeping. Attention is drawn to the flower shop 


located in the main rotunda, where flowers and suitable 
containers may be purchased and sent without delay to the 
patient’s room. 

The booklet concludes with this request: ‘‘Patients are 
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earnestly requested to report any complaint of service at 
the time of such complaint.” 

A booklet of information for patients similar to the one 
published by the Toronto General Hospital cannot be too 
strongly recommended, eliminating as we are certain it 
does many misunderstandings which might otherwise 
arise, at the same time voicing a welcome to which the 
patient is certain to react favourably. 


We 


Say Kaiser Not Directly Responsible 
for Death of Nurse Cavell 


HIS new light shed upon the conditions that sur- 
round Nurse Edith Cavell’s death should prove 
of interest to our nurse readers, inasmuch as Miss 

Cavell’s heroism is to the World War what Florence 
Nightingale’s was to the Crimean War. 

Recently published excerpts from the diary of Marquis 
de Villalobar suggest that modern historians may have 
been wrong in their assumption that Kaiser Wilhelm was 
directly responsible for the death of Nurse Edith Cavell, 
one of the most shocking atrocities of the World War 
and one which aroused the ire of the entire civilized world. 
The excerpts referred to tell of the attempt of the Mar- 
quis, Spanish ambassador to Belgium, and Hugh S. 
Gibson, then first secretary to the United States legation, 
to prevent the execution of Miss Cavell. The Marquis 
relates that at Gibson’s request, the two of them went to 
Baron von der Lancken, director of political affairs in 
occupied Belgian territory, and tried to get a reprieve for 
the intrepid nurse on the eve of her execution. 

The story follows that the Marquis told Baron von der 
Lancken that “Miss Cavell may have sent hundreds of 
men to the front by means of her ambulance, but if you 
kill her she will send millions against you from her 
tomb.” This proved prophetic indeed! The former 
Kaiser is pictured as very angry when he learned of the 
execution of Miss Cavell. He subsequently reprimanded 
those who had permitted it to occur and ordered that in 
future no women were to be executed. 

It will no doubt be recalled that Miss Cavell, head of a 
British nurses’ training school in Brussels, was executed 
by the Germans on October 13th, 1915, on the charge of 
assisting British, French and Belgian prisoners in the 
occupied territory to escape. Despite representations to 
Baron von der Lancken, the diary claims that General von 
Sauberweig, the acting governor, was resolved to execute 
Miss Cavell, and it is to him that her death is attributed. 


Simplified Practise Recommendations on 
Hospital Plumbing Now Available 

The Division of Simplified Practise of the Bureau of 
Stendards at Washington has just announced that the 
printed pamphlet on simplified practise recommendations 
R 106-30, Hospital Plumbing Fixtures, is now available. 
Copies of this recommendation which covers types, sizes 
and varieties of fixtures, can be obtained from the Super- 
intendent of Documents, Government Printing Office, 
Washington, D.C., for ten cents each. 
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Accident Cases From Logging Camps Treated 
at Lourdes Hospital 
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HE opening of the 
new wing at Lourdes 
i Campbell 


Hospital, i 
River, B.C., on December 
13, 1929, brings to light 


some interesting facts of 


oe 
construction in which we (eal 
think our readers should be wa 
interested. The hospital ag 
now renders a service to we 
the Campbell River Dis- 


trict, which cannot be bet- 
tered on Vancouver Island. 
In building the new wing, 
the Sisters of St. Ann not 
only more than doubled the 
capacity of the hospital, but 
they wove into their plans 
such attention to detail for 
the comfort of the patients 
and the staff that it is a 
model of what a community 
hospital should be. Stand- %% 
ing on high ground over- 
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&% than four beds, and some of 
(iJ them only two. Fowler 
82 beds, adjustable to almost 
LE] any angle, are in use. Care- 


ful attention has been paid 
to the furnishings, each 
ward having a _ definite 
colour scheme with curtains 
to match. Over each bed is 
an electric light, all bed 
lights being controlled by 
one switch at the door. 
Near the door is a Hi-Low 
switch so that dim light can 
be turned on at night and 
“ the patients not aroused. 
Bedside tables are provided 
s& for the personal belongings 
of the patients. Each ward 
SZ is connected with a bath- 
room and toilet so that pa- 
tients do not have to enter 
the corridor. Each ward 
is self-contained with tile 
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looking Discovery Passage, 
it now has a frontage of 
120 feet over all. In front 
of the hospital a massive 
concrete wall bounds the 
grounds, which are yet in 
the making. 
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FATHER G. R. QUINLAN, 
formerly pastor at Campbell River, B.C., to 
whom thanks are due for practical help and 
advice in connection with the recent additions 
to Lourdes Hospital. 





bathroom and shower, with 
tile half way up the walls. 
From each ward there are 
doors leading to the 
veranda. 
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This veranda runs the en- 
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Campbell River is now ALISA SE LSBU IRB USAR 


the centre of three of the 
largest logging operations in British Columbia and in the 
very nature of the occupation led by the male residents, 
many accidents may occur. It is only a few years ago 
that a patient would have to be brought to Campbell River 
by boat or car and transferred to a boat for Vancouver 
or a car for the Comox Hospital. Now he will be 
brought by an ambulance to the foot of the ramp leading 
from the ground to the upper floor. He will then be 
placed on a stretcher and wheeled up the ramp, which has 
an incline of one inch in eight. The ramp is eleven feet 
wide and floored with oak, over the centre of which is 
laid rubber matting. It is panelled to four feet, with an 
ivory finish plaster above. The lights on the ramp are 
controlled by a double-casting switch. Just to the left of 
the top of the ramp are double doors leading into the 
emergency surgery, where minor injuries are attended to 
and the patient is prepared for the operating room. 
The major operating room is 12 x 16 feet. Its floors 
and walls are of blue tile and Scialytic portable lights are 
in use. The most modern surgical and sterilizing appli- 
ances are part of the equipment. The patient is registered 
on entering the minor operating room. The recovery 
room is adjacent to the operating room, and from thence 
the patient is wheeled to the bright cheerful ward. None 


fies 
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Ve tire length of the new wing, 

a distance of 43 feet. It 
commands a wonderful panoramic view of Discovery 
Passage with its sea traffic between Alaska and San 
Francisco. The easy chairs, reading lamps, library 
nooks and other beautiful furnishings were given to the 
hospital by Mr. and Mrs. Buchart of Victoria. It is 
panelled in oak with green trimmings and is most effec- 
On the same floor are two private rooms. One 
of these, in blue and gold, has been furnished by Mr. 
and Mrs. Roger L. Cobb. The other is furnished in 
green and gold, the furnishings donated by Mr. and Mrs. 
A. Sullivan. Nothing has been spared in either to please 
the eye or contribute to the comfort and well-being of 
the patient. 





tive. 


The main entrance is by the new wing, the visitor ap- 
proaching up a series of concrete steps with iron supports, 
to the red tile entrance, over which there are two wrought 
iron lamps. On the left is the parlour furnished by the 
Hudson’s Bay Company of Vancouver, and on the right 
the office with brass grille and sanded glass. 


The maternity ward is in the old wing. It is isolated 
from the rest of the hospital and is a self contained unit. 
Here is the nursery, with its cots in blue with magnesite 


(Continued on next page) 
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To the right in the foreground is seen the ramp that wends its way up to Lourdes 
Hospital, Campbell River, B.C. This hospital does exceptionally fine 
work among the loggers of the district. 


floor and congoleum rugs. The new labour room is across 
the passage. 

The kitchen has been entirely remodelled and supplied 
with the latest labour saving devices. There is now in- 
stalled a dish washer of Monel metal, a bakery finished 
with magnesite and a refrigerating plant. From the 
kitchen, there is a dumb waiter to every floor and buzzers 
connect all floors and departments. The staff dining room 
is also on the same floor. A beautiful chapel to accom- 
modate about fifty people is being finished in oak 
panelling and fitted with pews on the first floor. This 
has an entrance independent of the hospital. Infectious 
diseases can be taken care of by an isolated ward on the 
ground floor, with an outside entrance also. 


The heating plant in the basement consists of two oil 
burning furnaces, one to provide the heating for the 
building, the other hot water for the hospital and the 
laundry behind the institution proper. The laundry is a 
building eighty feet long with concrete floor and equipped 
with steam, running water and mangle. In this building 
too, the men employed in the laundry and on the grounds 
have their quarters. The workshop is adjoining. The 
hospital now has its own power plant situated in a far 
corner of the property so that it will not cause any an- 
noyance to the patients. It consists of two Petter semi- 
Diessel, 20 H.P. engines, driving the electric light plant. 
Every effort has been made to make the building fire- 
proof and there is a fire alarm on each floor. Each floor 
is also provided with a chart room and telephone. 


The first sod prior to the construction of the new wing 
of the Lourdes Hospital, was turned on May 29th, 1929, 
by Reverend Father G. Quinlan. The spade is the same 
one used on similar occasions by the Sisters since they 
came to British Columbia over seventy years ago. Re- 


cently it served its usual office in their four hundred 
thousand dollar addition to St. Joseph’s Hospital, Vic- 
It was in 1926 that the Sisters, yielding to the 


toria. 


entreaties of the logging companies and the residents of 
the district, took the Campbell River Hospital, now 
known as the Lourdes Hospital. It had previously been 
operated by a local committee, but prior to 1926 had been 
closed for several years. While the original hospital had 
been a credit to the district, it soon became evident that it 
was not sufficiently large to take care of the increasing 
needs. Accordingly the Sisters proceeded to modernize 
it by completing the first floor and procuring the present 
staff residence. This relieved the congestion in the hos- 
pital proper for the time being at least. But with in- 
creasing logging operations and the advent of a new com- 
pany, the population increased. This necessitated the 
present addition. 


The new wing is laid out as follows: The main en- 
trance leads into the first floor of the new wing. On this 
floor are found the administration office, parlour, diet 
kitchen, chart room, two semi-private wards, a three-bed 
and a four-bed ward, also the surgical department con- 
sisting of two operating rooms, a sterilizing room and a 
doctors’ scrub room. Instrument cabinets in the operat- 
ing rooms are built in, and a maximum of light is re- 
ceived through large metal framed windows. The second 
floor of the new wing has an observation parlour, de- 
scribed elsewhere, two private rooms, one of which has a 
private bath, one semi-private and three four-bed wards, 
nurses’ utility room, diet kitchen, chart room. The third 
storey is finished but will not be used for patients. 


The sunroom, the ramp and all wards and semi-private 
rooms are panelled with laminated fir. The panelling in 
these rooms has been grained and tinted in individual 
colours and together with the beds, tables, chairs and 
draperies, they carry out harmonious colour combinations. 
Each room and ward has its own wardrobe. There is 
lavatory accommodation between all wards. All bath- 
rooms, toilets, showers, lavatories and hopper rooms are 
done in white tile with black margins. The baths are of 
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Pembroke type and all plumbing fixtures are chromium 
plated. , 

As regards lighting, there are individual lights over 
each bed, thus avoiding ceiling lights, which are so an- 
noying to patients confined to bed. A Hi-low light is 
used for night duty in the rooms and wards, while the 
corridors have recessed night lights in the base board. 
The corridors on the main floor are all finished in oak. 
Those on the second floor are done in magnesite. The 
third floor is given over to the Sisters, while the lay 
nurses have their own home. This is a large and beauti- 
fully situated home at a distance of a few hundred feet 
from the hospital itself. 

The laundry has only recently been finished, and is 
a building 80 by 25 feet, built to harmonize with the 
hospital proper. At one end may be found two rooms 
and bath for the engineer and his assistant. The laundry 
is thoroughly up-to-date in its construction and equip- 
ment. This comprises a 60-inch washer, a 26-inch ex- 
tractor and a 108-inch double return ironer, a steam press 
for uniforms, a small electric washer, electric irons for 
small work and a double compartment dry room. The 
machinery is operated by electricity, while the steam is 
generated by a 10 H.P. boiler, which also heats the 800 
gallon tank. 

Electric power is supplied from the power house, 
situated some four hundred feet away from the hospital. 
This installation consists of two 14 H.P. Diesel engines 
hooked up by a tex rope drive to two 9 K.W. generators. 
Finally, considerable work has been done on the grounds. 
This has entailed the building of roads, parking quarters, 
a four hundred foot retaining wall, and last but not least, 
the erection of a 135 foot flag pole, the gift of the Inter- 
national Timber Company. The result of all this work, 
however, has been very gratifying. 

The Sisters who have so kindly provided the Editor 
with some of the necessary details for the preparation of 
this article, wish to go on record for their appreciation 
of the valuable assistance rendered to them by the 
Reverend Father G. R. Quinlan, who prepared plans and 
supervised much of the work. The architects for the 


building were Twizell & Twizell, Vancouver, B.C. The 
contractor was Archie Sullivan of Vancouver. 
Regina General Hospital to Have 
Psychopathic Hospital 
HEN we received details from Dr. S. R. D. 


Hewitt some two months ago regarding the new 

Psychopathic Division of the Regina General 
Hospital, approximately one-third of the building for- 
merly occupied by the nursing staff was being converted 
into quarters for about twenty patients, equally divided 
between male and female. No doubt these renovations 
have been completed by now and the new division in 
working order. This new department of the Regina Gen- 
eral Hospital was instituted through the co-operation of 
the Provincial Department of Health of the Province of 
Saskatchewan, and the hospital, represented by the Board 
of Governors. It is the first Psychopathic Hospital, out- 
side of the Provincial Mental Hospitals, in the Province 
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of Saskatchewan and the only one associated with a gen- 
eral hospital. 

In the opinion of Dr. S. R. D. Hewitt, there can be no 
valid argument against having a Psychopathic Division 
in association with a general hospital, because experience 
would seem to indicate, and neurologists would appear to 
be more or less satisfied that a great deal can be done for 
neurologic or psychopathic patients in a hospital of this 
kind, where it is associated with the facilities available in 
a general hospital. It is felt that such a department or 
division will result in many patients being cured of their 
mental illness or prevented from becoming more de- 
finitely mentally afflicted. It would seem also, says Dr. 
Hewitt, that such a division would have the tendency to 
reduce the number of patients going to Mental Hospitals, 
solely because facilities for the treatment of neurological 
diseases are available in a general hospital. Not only is 
this the reaction of Dr. Hewitt but of many others with 
whom he has discussed the matter, and it will be recalled 
that the possible co-operation of general hospitals in the 
treatment of neurological cases was debated at some 
length during the 1930 convention of the Ontario Hos- 
pital Association. 

A very satisfactory arrangement has been made be- 
tween the hospital and the Provincial Government, or 
more specifically the Provincial Department of Health of 
Saskatchewan, as regards the method of operation and 
financing of this new division. The latter makes itself 
responsible for the salaries of a Neurologist, a Social 
Service worker if her services should be required, and a 
Vocational Aid worker, also if required. 

The administration of the division will be under the 
general hospital, which will furnish a graduate Super- 
visor, who is not only experienced in general nursing but 
who has had post-graduate work or special training in 
nursing neurological or psychopathic patients. This di- 
vision of the hospital will be serviced in the same way as 
the rest of the hospital. 

In association with the government, it is proposed to 
utilize pleasant colour schemes throughout the female sec- 
tion, most of which will comprise single rooms, so that 
this division will be as homelike as possible and con- 
sistent with the conditions being treated. 

Generally speaking, the Psychopathic Division will be 
operated as an integral part of the system built up by 
the Department of Health for caring for mental patients, 
and it is felt that the association of a Psychopathic Di- 
vision with a general hospital is a great step forward in 
the alleviation of mental disease. 


New Pamphlet on Noise Reduction 


Among recent contributions to the increasingly absorb- 
ing study of noise reduction, is a pamphlet entitled “Less 
Noise .... Better Hearing,’ published for the informa- 
tion of architects, engineers and laymen interested in noise 
abatement and for the improvement of hearing conditions, 
by the Acoustical Department of The Celotex Company, 
Chicago, Illinois. In Canada, the organization is known 
as Alexander Murray & Co., Limited, Montreal, from 
whom copies of this pamphlet may be procured by those 
interested. 
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Interesting Opinions Expressed Relative to 
the 1931 A.H.A. Convention 


O better introduction can we give you to the 1931 
Convention of the American Hospital Associa- 
tion which will be held in Toronto from Sep- 

tember 28th, to October 2nd, inclusive, than to quote 
direct from the official announcement which has just been 
received from the Board of Trustees of that Associa- 
tion: “The City of Toronto, one of the most progressive 
cities on the North American Continent, will entertain 
the 1931 Convention of the American Hospital Associa- 
tion. With its wonderful transportation facilities, fine 
institutions, magnificent hotels and one of the best con- 
vention halls in any city, it affords unique advantages both 
to the delegate and to the exhibitor. 

“The attendance at the Toronto Convention will be one 
of the largest in the history of the Association. <A large 
majority of the nine hundred hospitals in the Dominion 
of Canada will send their representatives, and hospital 
people from all over the United States will be in attend- 
ance in large numbers. The meeting halls and exhibits 
will be on the same floor level in a wonderfully con- 
structed building arranged especially for exhibit purposes. 
The Toronto Convention will afford unusual opportunities 
for business firms to maintain their old contacts and 
make new ones with the hospitals of Canada.” 

We are pleased to publish the following opinions of 
hospital administrators relative to the significance of the 
coming Convention, from which you may formulate count- 
less reasons why you cannot afford to miss this event of 
continent-wide interest. 

“The delegates who represented the Canadian hospital 
field at the Convention of the A.H.A. in New Orleans 
last year gave undoubted proof that they were live mem- 
bers of an intensely active organization. They are to be 
congratulated for having pressed the claims of our great- 
est Canadian city as the place of choice for the Con- 
vention. The honour thus conferred upon Toronto of 
having the opportunity to exhibit true Canadian hospital- 
ity as well as hospitalization will re-echo I hope in our 
Maritime hospital world and invite to the Convention next 
fall, a representative body of delegates from the provinces 
by the sea.”—Sister Kenny, President, Maritime Confer- 
ence of the Catholic Hospital Association. 

“T am very pleased to learn that the 1931 Convention 
of the American Hospital Association is to be held in 
Toronto, and I believe this to be a very wise decision for 
the following reasons: 

“1. It will enhance the already good fellowship exist- 
ing between hospital administrators on both sides of the 
border. 

“2. It will lead to an increase in the membership of the 
A.H.A. and will lead also to an increased number of 
people attending, from both sides of the line, who in the 
ordinary course of events would not be able to attend the 
Convention. This refers more particularly to the smaller 
hospitals. 

“3. The number of exhibitors and consequently the 


scope of the exhibits should be as great, if not greater, 
than at any previous Convention. 

4. Inasmuch as the greatest exhibition of all classes of 
equipment, machinery, motors, etc., in the world is held 


(Continued on page 14) 


Bee eee eS eS TS Se 











In this photograph, taken at the Royal York Hotel on 
Saturday, January 10th, are Miss Dorothy Dart, Assistant 
Secretary, Ontario Hospital Association (left), Miss 
Mary L. Burcher, B.A., Editor of the Canadian Hospital 
Journal (centre), and Miss Evelyn Johnston of the 
American Hospital Association, who is in charge of 
Exhibit space. This photograph was taken on the occa- 
sion of Dr. Caldwell’s visit to Toronto to confer upon the 
coming Convention of the A.H.A., when he was accom- 
panied by Miss Johnston, Mr. F. L. Fischer, Secretary 
of the Hospital Exhibitors’ Association, and the con- 
tractor who furnishes the exhibit setup. 
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THE PROFESSION RENDERS ITS VERDICT ON THE VICTOR SHOCK PROOF 





















These photos of a Model “B” 
Shock Proof X-Ray Unit show 
how one Coolidge tube serves 
for all positions in radiography 
and fluoroscopy, both under 
and over the table. The same 
flexibility is realized with the 
table in vertical and angular 
positions. 


“I Cannot Praise 


The Victor Shock Proof Enough” 


“PT HIRTY-THREE years ago I in- 

stalled an x-ray machine, then 
largely out of curiosity,” writes a Min- 
neapolis physician. “The Victor Shock 
Proof is my sixth installation and I 
would not change it for any other 
x-ray machine of the present time. . .. 


“TI cannot praise the Victor Shock 
Proof enough. As a piece of mechani- 
cal construction, it is a delight. Quick 
and responsive to every change in posi- 
tion, anyone can operate it ... to one 
situated as I am this outfit is well-nigh 





This insulated low voltage 
cable is the only electrical 
connection to the unit »roper. 
All high tension parts are 
sealed in oil within this 


shock-proof “head”. 


perfect. Uniformity in radiographic re- 
sults is certain, together with remark- 
able clarity and beautiful contrast. 
One can undertake with assurance 
lateral spine and all abdominal work, 
and can do fine chest work with flash 
exposure. The unit is shock-proof and 
with reasonable care should last a life- 
time.” 

A full appreciation of the Victor 
Shock Proof and its significance may 
be gained through reading an illus- 
trated brochure we have prepared. 
Won't you write for a copy today? 


Victor X-Ray Corporation of Canada, Limited 


GENERAL @ 


ELECTRIC 


X-RAY CORPORATION 


2012 Jackson Boulevard 


Chicago, IIl.,U.S.A. 








FORMERLY VICTOR ss X-RAY CORPORATION 








Join us in the General Electric program, broadcast every Saturday evening over a nationwide 


N. B.C. network. 


524 Medical Arts Building, Montreal 


Motor Transportation Bldg., Vancouver 


Tegler Bldg., Edmonton 


Medical Arts Bldg., Winnipeg 
1221 Bay Street, Toronto 


Please refer to THE CANADIAN HOSPITAL when writing 
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Interesting Obinions Exbressed Relative to 
the 1931 A.H.A. Convention 
(Continued from page 12) 


in Toronto annually, and that without difficulty to the 
exhibitors, there can be no legitimate reason why those 
engaged in the manufacture and sale of hospital supplies 
and equipment should not exhibit at the Convention in 
Toronto. 


“5. Finally, Toronto has a beautiful situation for a 
Convention, namely, on the lake front, and its commo- 
dious buildings are capable of housing the iargest Con- 
vention. For those desiring to prolong their stay in 
Canada, there is available within three or four hours’ 
drive over splendid highways, some of the most ~ won- 
derful resorts and natural scenery in the world.”— 
Dr. S. R. D. Hewitt, Superintendent, Regina General 
Hospital. 


“Canada in general and Toronto in particular are most 
fortunate in the recent decision of the Trustees of the 
A.H.A. to hold the next annual Convention in Toronto. 
There is no doubt that the stimulus to the community 
which is fortunate enough to entertain this Convention 
has very lasting results. The Trustees of our hospitals 
receive a liberal education. The annual exhibit which will 
no doubt include this year many of our Canadian manu- 
facturers, is an institution in itself and should provide a 
distinct incentive to those interested in the manufacture 
or purchase of hospital equipment. The liberal facilities 
of the Press which are always placed at the disposal of 
this Association will carry its message far and wide. It 
is unfortunate that on account of Canada’s small popula- 
tion and great distances that we are not yet in a position 
to have a National Association of our own, but the Inter- 
national aspect of the A.H.A. places our Canadian hos- 
pitals in the position of receiving all the benefits to be de- 
rived from membership in such a large and energetic 
organization, and I am sure that we will all, as Canadians, 
and particularly those who are resident in Toronto, do 
everything in our power to make this Convention so at- 
tractive to all visitors that there will be no question of a 
return visit in the not too far distant future.’”—Dr. A. K. 
Haywood, General Superintendent, Vancouver General 
Hospital. 


“The very fact that each year many of the large cities 
of America put forth great effort to secure the American 
Hospital Association Annual Convention would indicate 
that it is considered a very valuable stimulus in connec- 
tion with hospital work.”—-Miss Muriel McKee, Super- 
intendent, Brantford General Hospital, Vice-President, 
American Hospital Association. 


“The decision of the American Hospital Association 
to come to Canada this year should result in a tremendous 
impetus to the hospital field in Canada. In a general way, 
hospital problems are closely akin all over America, and 
the program in which will participate hospital leaders of 
international repute should attract many visitors from 
eastern and western Canada. We are fortunate in hav- 
ing in Canada a chain of very active provincial hospital 
associations and the holding in our midst of this great 
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meeting with its many sections and activities should prove 
a real inspiration to these smaller organizations. The 
educational exhibit is always a mecca for those interested 
in construction, in nursing problems, in dietetics and 
social welfare and the vast commercial exhibit, embracing 
every kind of equipment and material used in hospitals, 
affords hospital workers an unusual opportunity to com- 
pare values.’—Dr. G. Harvey Agnew, Secretary, De- 
partment of Hospital Service, Canadian Medical Asso- 
ciation. 

To show the co-operation which will be accorded in 
inducing a full quota of American delegates to attend, we 
quote from a recent letter from Hospital Management : 
“We will do all we can to help you have a big crowd at 
Toronto, and if we can get you any information con- 
cerning the Convention that you may otherwise not get, 
please call upon us.”—Mr. Matthew O. Foley, Editorial 
Director, Hospital Management. 


“During the past few years the convention has met in 
widely separated places in the United States, thereby offer- 
ing hospital administrators and others the opportunity of 
attending at least one meeting in the course of a few 
years without travelling an excessive distance. Many 
members of the Association living in Canada have regu- 
larly attended these meetings, so in a spirit of fair play 
they are entitled to have the next convention in their 
country. Furthermore, the acceptance of your hospitality 
will afford the members of the A.H.A. an opportunity of 
being benefitted by seeing your hospitals and studying 
their organization. This will be of great value, which 
combined with the pleasure of visiting Toronto, will make 
the 1931 convention one to be remembered for many 
years.” — Dr. Lucius R. Wilson, Superintendent, John 
Sealy Hospital, Galveston, Texas. 

“The selection of Toronto for the next annual conven- 
tion of the American Hospital Association, to be held 
from September 28th to October 2nd, inclusive, met with 
my approval because of your large and convenient audi- 
torium for our exhibition and the well arranged meeting 
halls which are in close proximity to good hotels and 
transportation. I also remember the delightful hospitality 
of the people of Toronto at the Convention I attended 
several years ago. I am looking forward to a large and 
successful meeting in your charming city.”—Asa S. Bacon, 
Superintendent, Presbyterian Hospital of the City of 
Chicago. 


New Booklet Deals with X-Ray 
Developing Tanks 


There has just been published X-Ray Bulletin 304, 
dealing with “U. S. Standard” X-Ray Developing Tanks, 
the manufacturers of which are The U. S. Stoneware 
Company of Akron, Ohio. This booklet will be found in- 
teresting by X-Ray technicians, as it contains a wealth of 
technical detail, photographs of different types of develop- 
ing tanks, diagrams and calculations. In addition to being 
manufacturers of developing tanks, this company makes 
such products as hypo vats, stoneware trays, developer 
jars, acid pitchers and jars and laboratory sinks. The 
U. S. Stoneware Company will be pleased to send you 
this pamphlet upon request. 
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GREEN SOAP 


Liquid, Concentrated or Solidified 
Will Save Your Hospital Money! 
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G.H. Wood Co. 


LIMITED 


MANUFACTURERS OF SANITARY PRODUCTS 
MONTREAL, 440 St. Peter St. TORONTO, 18 Beverley St. OTTAWA, 165 Sparks St. 
*MArquette 5321 *ADelaide 6141 Queen 4161 
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Nitrous Oxide 
Oxygen 


Ethylene—Carbon Dioxide 
CO,-OXYGEN MIXTURES 


ANESTHETIC APPLIANCES 


All Sizes of Cylinders 


Write us direct for Quotations 


CHENEY CHEMICALS 


LIMITED 


180 DUKE STREET TORONTO 


CANADIAN HOSPITAL 

















The 
BURKE ELECTRIC 
and X-RAY CO. 


Limited 


Complete X-Ray and Physio- 
Therapy Installations for 
The Hospital 


Maintenance Service 
Supplies 


The Kelley-Koett Co. 


X-Ray Apparatus 
The Burdick Corporation 


Light Therapy Apparatus 


The General X-Ray Co. 


Morse Wave Generator, Auditor, etc. 


Hartz Bldg. 
32 Grenville St. 
Phone KIngsdale 5520 
Toronto 


Hartz Bldg. 
1434 McGill College Ave. 
Montreal 
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Mundare General is the Only Ukrainian 
Hospital in Canada 


UNDARE GENERAL HOSPITAL is the offi- 
Ty( cial name of the institution which is the latest 

achievement of the New Canadians of Ukrain- 
ian origin. Though the name does not imply anything 
Ukrainian, it can be truthfully said that it is the only 
Ukrainian hospital in Canada, as it has been sponsored 
by the leading Ukrainians of the town of Mundare and 
it serves a district where 95 per cent. of the inhabitants 
are Ukrainian. Moreover, it is owned, managed and 
staffed by Ukrainians. 

In his missionary work among the Ukrainians of 
Alberta, the Reverend Father Kryanowsky, together with 
other priests of the Order of St. Basil the Great, soon 
found that the Ukrainians in Alberta needed a hospital of 
their own where they could be nursed by their own sis- 
ters, solaced in their own language and receive spiritual 
consolation from their own priests, and in general to feel 
“at home.” Such a hospital was needed and Mundare 
seemed the right place in which to build it. A hospital 
board was formed and the whole matter discussed, a 
resolution passed and the hospital compaign inaugurated. 
There were some difficulties experienced in the prepara- 
tory organization, as some influential persons in high 
public authority saw some danger in allowing the in- 
stitution to be run by Ukrainians, even though the enter- 
prise was wholly humanitarian. 


It took two years to overcome this difficulty and 
others similar which arose from time to time. Another 
setback came when there was a crop failure in 1926. In 
1927 a little more life was shown and many farmers 
signed notes, but very little actual cash was realized. 
The municipal district of this locality also signed a note 
for one thousand dollars. But soon after, a petition was 
raised and signed by a number of opponents requesting 
that the note be made invalid. It was found that this 
could not be done, and in 1928 a part of the note was 
liquidated. A few persons of apparently bolshevistic 
tendencies also raised a cry, not against the hospital itself, 
but against its religious jurisdiction. There were ob- 
stacles from the very beginning, but in spite of them the 
hospital board worked with undiminished courage. 

In 1928 the contract was let to Charles Gordon of 
Vegreville for $36,500.00 with only $1,000.00 in cash and 
$3,000.00 in notes available. The hospital board which 
was formed in 1924 and re-elected in 1925 and 1926 with 
only a few minor changes, continues to be active. The 
board passed a resolution to continue with their efforts 
until the sum of twenty thousand dollars had been col- 
lected. Ten thousand dollars have already passed 
through the hands of the committee and there are still a 
little over one thousand dollars worth of notes unrealized. 
On account of these financial and moral difficulties, the 
building of the hospital has required two years. 

In this district 95 per cent. of the people are of 
Ukrainian origin. They, or their parents, originated from 
Western Ukraine, and mostly from two provinces of the 
former Austrian Empire, Galicia and Bukovina. They 


(Continued on page 21) 


Please refer to THE CANADIAN HOSPITAL when writing 

















Duris & GECK, INC. 


Announce a vew Skin Suture 


“IDEAL FOR PERMA-CLOSURE” 


NON-CAPILLARY, heat sterilized suture of unusual flexibility 
and strength. It is non-irritating, uniform in size, and of 
distinctive blue color. Prepared in sizes; 000, oo, and o in 
twenty and sixty inch lengths without needles; and in twenty inch 
lengths with needles. Also in sizes 1, 2, and 3 in sixty inch 
lengths without needles for tension work. All tubes are boilable. 


DAVIS & GECK INC. w~ 217 DUFFIELD STREET ~ BROOKLYN, N.Y 














DeG Sutures PRICE LIST FOR DOMINION OF CANADA 








Kalmerid C atgut 


ERMICIDAL. Exerts a bactericidal ac- 
G tion in the suture tract. Supersedes 
the older unstable iodized sutures. Impreg- 
nated with the double iodine compound, 
potassium-mercuric-iodide.t Heat sterilized. 
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The boilable grade is unusually flexible for boilable 
catgut; the non-boilable grade is extremely flexible. 


_——— 





TWO VARIETIES 


BOILABLE* NON-BOILABLE 
NO No 

1c) ns PLAN CATGOT, iiss cesarean 1405 
B25 scphonsncent fO-DaAv  CaRomic.s.2.0.0.05% 1425 
OC incasescat zo-Day CHROMIC........... 1445 
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Approximately 60 inches in each tube 


Sizes: 000..00..0.. 


Package of 12 tubes of a size..... $3.60 
Less 20% on gross or more or $34.56, net, a gross 





Kalmerid Kangaroo Tendons 


ear eit being impregnated with 
potassium-mercuric-iodide.t Chromi- 
cized to resist absorption in fascia or in 
tendon for approximately thirty days. The 
non-boilable grade is extremely flexible. 
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mel § Kangaroo 
Pandan 











BO Vacdeadaicosgeseasecners Non-Boiasirt Grave 
REO s sincsinsioppisinisannanaasgateneeee *BoraB_e Grave 


Sizes: 0..2..4..6..8. 16, .24 
Each tube contains one tendon 
Lengths vary from 12 to 20 inches 
Package of 12 tubes of a size..... $3.60 
Less 20% on gross or more or $34.56, net, a gross 


D&G Sutures are 
always found 
neutral under the 
most delicate ti- 
tration tests. This 
is one of the rea- 
sons they uniform- 
ly behave well in 





the tissues. 








Kal-dermic Shin Sutures 


’ 


“IDEAL FOR DERMA-CLOSURE’ 


NON-CAPILLARY, heat sterilized su- 

ture of unusual flexibility and strength. 
It is uniform in size, non-irritating, and of 
distinctive blue color. Boilable.* 














INCHES IN TUBE DOZEN 





550..WirHouT NEEDLE............ OOssi $3.60 
852..WitHout NEEDLE............ BOes cee 1.80 
954..WitH Y2-Curvep NEEDLE...20...... 3.00 
Sizes: 000 fore) ° 
(FINE) (MEDIUM) (COARSE) 


In packages of 12 tubes of a kind and size 
20% discount on one gross tubes or more 





Kal-dermic Tension Sutures 


DENTICAL in all respects to Kal-dermic 
skin sutures but larger in size. 








NO. INCHES IN TUBE DOZEN 
555--WirHout NEEDLE............ 00% sus $3.60 
Sizes: I 2 
(FINE) (MEDIUM) (COARSE) 


In packages of 12 tubes of a kind and size 
20% discount on one gross tubes or more 


Atraumatic Sutures 


Fe" GASTRO-INTESTINAL suturing 
and for all membranes where minimized 
suture trauma is desirable. Integrally affixed 
to 20-day Kalmerid catgut. Boilable.* 





THEY DO NOY BEND ee | 
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NO, INCHES IN TUBE DOZEN 
34.1..STRAIGHT NEEDLE........... 71, $3.60 
1342.. wo SrraicHT Neep.es...36...... 4.20 
1343..%e-Circte Neepe.........28...... 4.20 
1345..Y2-Circie Neep.e......... 71 4.20 


DIZES?0O”.... 105. A 
In packages of 12 tubes of a kind and size 
20% discount on one gross tubes or more 








DAVIS &€ GECK, INC. v 


217 DUFFIELD ST. ~- BROOKLYN,N.Y. 


D&G Sutures are obtainable from responsible dealers everywhere; or direct, postpaid 
























PRICE LIST FOR DOMINION OF CANADA DEG Sulures 





Unabsorbable Sutures 


prvi Seen ie 
2 we ink “ 
SilkwormGut | 


SIZES 


000, 00,0 


INCHES IN TUBE 
..CELLULOID-LINEN........60 


.. HORSEHAIR 
..Wuirte Sitkworm Gut..84 
..BLack SitkKworM GuT.. 
..WHITE TwisTeED SILK... 
..BLack TWISTED SILK..... 
.Wuite Bralbep SILK..... 
..BLack Braipep SILK.....60 
BOILABLE 


Package of 12 tubes of a size.....$3.60 
Less 20% on gross or more or $34.56, net, a gross 


Short Sutures for Minor Surgery 


& THE Sty PR a — =F 2 = 
Nene inten Sith eannmneron nner samt 


SIZES 





NO. INCHES IN TUBE 

802..PLain KaLmerip CaTGuT..20..00,0, 1, 2, 3 
Si2:. 2000505 825.3 
822..20-Day Kateri ** __..20..00,0, 1,2, 3 
862.. 
872..WuiTe Sitkworm Gut... 
882..WuiTe TwisTeD SILK 


89z..UmBiLicaL Tape........... 24... Ye-IN. WIDE 


10-Day Katmerip <‘¢ 
Horsenair 
000,0, 2 


BOILABLE 


Package of 12 tubes of a size 
Less 20% on gross or more or $17.28, net, a gross 


ry y . y 
Emergency Sutures with Needles 
UNIVERSAL NEEDLE FOR SKIN, MUSCLE, OR TENDON 

Re ~ Sy. eT 
saa —___— neh 


go4..PLain Katmertp CaTGUT..20..00,0, 1, 2, 3 


SIZES 


g14..10-Day Katmerip ** —..20..00,0, 1,2, 3 


g24..20-Day Katmerip ‘* —..20..00,0, 1,2, 3 
964..HorseHaiR 
974..WuHiTe Si-kworm Gut... 
984..Wuire Twisted SiLk 
BOILABLE 
Package of 12 tubes of a size 
Less 20% on gross or more or $28.80, net, a gross 





DAVIS & GECK INC. v 211-221 DUFFIELD ST. - BROOKLYN,N.Y. 


The ash of D&G 
Sutures is assayed 
to make sure that 
no traces remain 
of uncombined 
chromium nor of 
other residues of 
the chromicizing 
process. 


Obstetrical Sutures 


immediate repair of perineal lacer- 
ations. A 28-inch suture of 40-day 
Kalmerid germicidal catgut, size 3, threaded 
on a large full-curved needle. _ Boilable.* 
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No. 650. Package of 12 tubes..... $4.20 


$0-Daz Halmerid Catgut 3 £ 
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28-INCH suture of Kalmerid germi- 

J \ cidal catgut, plain, size oo, threaded 

Boilable.* 


on a small full-curved needle. 
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No. 600. Package of 12 tubes... .. $3.60 
Less 20% on gross or more or $34.56, net, a gross 


Universal Suture Sizes 
All sutures are gauged by the standard 
catgut sizes as here shown 
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* These tubes not only may be boiled but even may 
be autoclaved up to 30 pounds pressure, any num- 
ber of times, without impairment of the sutures. 
+Potassium-mercuric-iodide is the ideal bactericide 
tor the preparation of germicidal sutures. It has a 
phenol coefficient of at least 1100; it is not precipi- 
tated by serum or other proteins; it is chemically 
stable —unlike iodine it does not break down under 
light and heat; it interferes in no way with the ab- 
sorption of the sutures, and in the proportions used 
is free from irritating action on tissues. 
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the Roman school of surgery, first won 


tea DE VIGO (1460-1519?) father of 


distinction during the siege of Saluzzo and 
later became surgeon in ordinary to the 
Pope. His surgical works appeared in 
many editions and translations, and give 
methods of suturing wounds in all parts 


of the body. He emphasizes the import- 
ance of proper anastomosis and care in u “u } é § 
the placing of stitches. In most cases he 


removed the sutures in six days, but in “THIS ONE THING WE DO” 
wounds of the face replaced them in three 


days with adhesive strips. ; DAVIS & GECK INC. 
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(Continued from page 16) 


have all been naturalized and their children are full 
fledged Canadians. The fact that they have not yet for- 
gotten their language and that they like their own in- 
- stitutions does not make them any less Canadian, as some 
uninformed and prejudiced persons might believe. As 
to religion, the majority are Ukrainian Greek Catholics 
who are united with the See of Rome, while others are 
Orthodox. 

The hospital at Mundare was entrusted to the care of 
the Ukrainian Catholic Sisters of Mary Immaculate to 
own, manage and _ staff; the privilege which the 
Ukrainians do not have in any other hospital in their 
Alberta districts, or anywhere else in Canada as a matter 
of fact. In the province of Alberta alone there are 
Ukrainian districts such as Lamont, Radway, Smoky 
Lake, Vilna and Vegreville, which have hospitals. The 
Ukrainian Catholic Sisters are very little known among 
the English speaking Canadians, as they work with their 
own people. They have made wonderful progress with 
their services since they came to Canada. 

In 1902, four Ukrainian sisters came to Alberta. 
They came as poor as did the other immigrants, nor had 
they rich and influential friends who could assist them. 
They settled in the district and weathered it as best they 
could, serving as helpers in the missionary and _ social 
work being carried on. Now they number close to one 
hundred. They have two houses in the province of 
Alberta, two in Saskatchewan, two in Manitoba, and one 
in the province of Quebec, and as many schools and or- 
phanages. And now they are striving to establish hos- 
pitals and to be of still greater service to their country- 
men. And for this field of work they already have 
qualified nurses, and a number are still in training. 

Although there has been considerable talk among 
English speaking Canadians about help for the Ukrainians 
and quite a sum of money has been collected for that 
purpose, only a little has found its way to help these 
heroic sisters, who have unfortunately been obliged to 
blaze their own trail. 

The hospital would be lacking something quite es- 
sential if having all the prerogatives of a Ukrainian 
hospital, it had no Ukrainian doctor. But it is also for- 
tunate in this respect. Dr. N. Strilchuk, a very capable 
doctor and a Canadian of Ukrainian origin who gradu- 
ated from the University of Alberta and practised in 
Toledo, Ohio, established his practice at Mundare a few 
years ago, and serves as head of the hospital. The ser- 
vices of another Ukrainian doctor, Dr. J. Jakimischak of 
Vegreville, will also be available if required, Vegreville 
being only 15 miles from Mundare. A third Ukrainian 
doctor, Dr. Holubicki of Wellingdon, which is 20 miles 
distant, is also available when necessary. 

For the time being the Mundare Hospital has room 
for twenty beds, but provision is made for enlargement 
in the near future. The hospital is a two storey struc- 
ture with full basement and spacious verandas built of 
tile brick on the inside and pressed brick on the outside. 
The building is steam heated. It has two public wards, 
1 maternity ward, 7 private and semi-private rooms with 
baths. It has a large and well lighted operating room 
and all the accessories of the most modern requirements. 
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Sterilizing Equipment, However Dependable, 


Should be Periodically 


ONSEQUENT upon a recent 

unfortunate occurrence in one 

of our Canadian hospitals, when 
six deaths due to streptococcus haem- 
olyticus infection were attributed to 
faulty sterilizing technique, we ap- 
proached several of the well-known 
manufacturers of sterilizing equipment 
for comments, not upon the occurrence 
itself, but upon the necessity for re- 
liable sterilizing equipment, for careful 
and conscientious staffs whose duties 
in whole or in part. consist of the 
supervision or operation of this equip- 
ment, and for periodic checks upon 
sterilizing technique. 

It is obvious from their remarks, quoted in the follow- 
ing paragraphs, that they are agreed that no matter how 
dependable the sterilizing equipment, serious conse- 
quences may follow faulty technique, continued failure to 
check results and the insidous habit of “taking things for 
granted.” 

This is what one manufacturer says in the matter: “The 
writer recalls an incident which occurred in a large hos- 
pital within the last two years where the staff doctors 
were inclined to blame unusual post-operative conditions 
upon improper sterilization. We were invited to check 
the sterilizers and actually operate them, which we did, 
for either two or three days, during which time we also 
checked the sterilizing technique in practice. Cultures 
taken at this time showed no refilteration and the tech- 
nique was more than usually thorough, that is, goods were 
being autoclaved for two periods, water was being 
sterilized for 45 minutes, and at every point the hospital 
had been accustomed to a very rigid technique. We are 
not at liberty to name the hospital in question, but de- 
velopments later showed that the trouble was clearly due 
to another cause. 

“We mention this merely in passing and not in de- 
fense or otherwise of. the sterilizer equipment . . . . and 
will concede the possibility, if not probability, of con- 
tamination from sterilizers not equipped with modern 
safety piping. This matter of safety piping was first 
called to the attention of all manufacturers during 1928, 
as a result of very careful investigation and research by 
Dr. Arnold H. Kegal, Health Officer, Chicago, and his 
assistant, Mr. Joel I. Connolly, Sanitary Engineer. It 
was conclusively shown that there was a possibility of 
reinfection through cross connections in piping or leaky 
and improperly closed valves. As a result, all manufac- 
turers promptly co-operated, and at the present time every 
sterilizer, without. exception, has preventive devices of 
one kind or another, all of which have been approved and 
which eliminate any cause for further concern through 
conditions, or let us say the type of construction in com- 
mon practice prior fo 1928, or to be more exact, prior to 
the early part of: 1929. 
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Serious Consequences May 
Follow Faulty Sterilizing 
Technique, Continued Fail- 
ure to Check Results, and 
Habit of “Taking Things 
for Granted” 
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“This Company incidentally, was 
one of the first to adopt a complete 
system of safety piping and our first 
designs were inspected and approved 
by Mr. Joel I. Connolly at our fac- 
tory. Since that time, we have made 
other important improvements, with 
the result that to-day we can safely 
say that our sterilizers are completely 
protected against possible contamina- 
tion through inadvertence or any 
cause whatsoever. 

“To be more concise, we think we 
might better tabulate those features 
which must be and are to the best of 
our knowledge corrected now in 
modern sterilizers of present manufacturers: 

1. Danger of syphoning water from non-pressure uten- 

sil and instrument sterilizers through a solid or 

fixed water inlet. This is now overcome by ‘Air 

Breaks’ sufficient to withstand a complete vacuum 

and with the water filler at a level above the top of 

the tank. Overflow connected to vent drain. 

. Possibility of contamination to sterile contents 
through a leaky or improperly closed valve. This is 
now completely protected by various and different 
designs of approved construction. This company 
has developed a Water Supply Valve (patent ap- 
plied for) with a bleeder to the waste line. When 
the valve is open in filling the tank, the bleeder is 
closed so that no water is wasted through the 
bleeder. When the valve is closed the bleeder is 
permanently open and the bleeder has a leakage 
capacity of from 35 to 40 gallons an hour against a 
leaky or improperly closed valve. 

3. Possibility of choked line backing up and con- 
taminating sterile tank. This is now completely 
overcome by the use of open vents at the waste con- 
nection. In the case of the Dressing Sterilizers, 
there is practically no opportunity for non-steriliza- 
tion except through improper discharge of air and 
condensation, causing a temperature lower than the 
comparative pressure indicated on the pressure 
gauge. This is now overcome by the adoption of the 
original . . . . principle of ‘Forced Air Evacuation’ 
by which air and condensation are constantly and 
continuously discharged from the chamber during 
sterilization. 

“So much for the present, but what of the past? What 
is a hospital to do with sterilizers of older construction 
which are not equipped with modern safety piping? This 
is a question which needs careful thought and considera- 
tion. Selfishly, as a manufacturer, we might condemn 
wholesale all sterilizers not so equipped, but we feel that 
this would place a heavy burden upon a large majority 
of the hospitals and one which they might not be able 
to adequately meet. Sterilizers prior to 1928 are perfect 
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in operation and in carrying out of a proper technique 
and were built to operate with perfect safety under nor- 
mal conditions. We would recommend to those hospitals 
who are still using old sterilizers that they take more than 
ordinary precautions to see that their valves are not leak- 
ing and that their waste lines are free, that is, not ob- 
structed. Careful attention to the mechanical parts of the 
apparatus would go a long way toward eliminating a 
condition similar to that in .... Hospital... . 

“Certain features of safety might be added to old 
sterilizers without possibly discarding the entire equip- 
ment or spending a great deal of money to revamp them. 
Utensil and instrument sterilizers could be equipped with 
swing faucets over the top of the tank so that the faucet 
could be swung clear of the tank after filling. This 
company could undertake to furnish a patented Water 
Supply Valve with a separate bleeder to the waste line. 

“Nor must we overlook the importance of having 
nurses thoroughly trained in the operation and technique 
of sterilizing equipment.” 

This is what another well-known manufacturer of hos- 
pital sterilizers has to say in response to our request for 
comments : 


Sterilizers Manufactured To-day Function 
with Perfect Safety 


“The principle back of definite sterilization for surgical 
purposes is very well defined, and beyond question there 
is no sterilizing apparatus being manufactured to-day in 
this country which, if handled with reasonable care and 
kept in good shape, will not function with perfect safety. 

“Tt is true that some makes of sterilizers have been 
more carefully designed than others from the standpoint 
of simplicity of performance. Our company, for ex- 
ample, stresses the point that our modern dressing steriliz- 
ers, incidentally the most difficult apparatus to handle in 
the entire line of sterilizers, are controlled by a single 
dialed valve for every function of the sterilizer, whereas 
no other type of dressing sterilizer functions with the use 
of less than two valves. Obviously, the point is that a 
hurried nurse is more prone to make mistakes if she must 
control two or more valves than if all of the functions 
are handled by one valve, and if that valve is dialed. 

“Similarly, we believe every modern make of dressing 
sterilizer discharges its air through what is called an auto- 
matic air eliminator. Without proper discharge of air, no 
sterilizer can function properly. Some of these air dis- 
charge systems are vastly more effective than others. 
Any one of them can easily become clogged by an accu- 
mulation of lint and other materials which work down 
from the sterilizer body into the piping and the delicate 
mechanisms which control the air discharge. 

“A point most seriously worthy of the consideration of 
hospital people generally, is that their sterilizing equip- 
ment be given thorough inspection at sufficiently frequent 
intervals. 

“Some nurses in training who are often permitted to 
operate sterilizers would probably not detect clogging of 
the air discharge system even though apparatus for de- 
tection is available. The only possible way to avoid 
serious difficulties of this kind is to require frequent in- 
spections of the working parts of every sterilizer by an 
engineer who has been trained and who understands 
basicly what each sterilizer is supposed to do. One of the 
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reports that comes to us in this instance indicates that 
the engineer was not supplying sufficient steam pressure 
to operate the sterilizers properly. If that is true, need- 
less to say no sterilizer, regardless of how carefully it 
might have been handled otherwise, could have been ex- 
pected to function. 

“We emphasize the very great advantage of the ser- 
vices of a competent engineer in every hospital. Our long 
experience in building sterilizers for institutions and serv- 
ing them indicates the unquestionable truth of this state- 
ment. 


“We who drive automobiles know that if we permit our 
cars to go too long without changing the oil and greasing 
the working parts generally, that the result will be wear 
and tear for which we shall ultimately have to pay. Most 
of us who keep our cars in good condition and use them 
hard, pay pretty liberally for good service and find that 
the expense is thoroughly justified. But many hospitals 
seem to think that a sterilizer can keep on functioning in- 
definitely without any attention at all, and the fact that 
comparatively few serious infections occur in most hos- 
pitals .... is due to the fact that sterilizing procedures 
as generally outlined, carry a very high factor of safety. 
Difficult organisms to destroy are comparatively rarely 
found in the materials undergoing sterilization. If those 
difficult organisms were very common, it is our candid 
opinion that a great many more accidents would occur. 

“Familiarity does breed contempt, and that expression 
applies somewhat in this instance. Surgeons and nurses 
go on year after year operating, with little if any diffi- 
culties from infection, and often get the feeling, we are 
afraid, that sterilizing is a necessary evil and perhaps be- 
come a little lax, when in fact something unusually 
dangerous may be lurking just around the corner. 
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“Not infrequently, we find errors that startle us when 
inspecting sterilizing equipment. Sometimes this sort of 
thing goes on for months before someone detects the 
error, and nothing very serious happens, but there is not 
the slightest doubt in the world that if the materials con- 
tained dangerous organisms in the first place, that there 
would have been plenty of trouble. 

“On at least two occasions the writer has found hos- 
pitals attempting to sterilize strips of gauze contained in 
glass jars with the covers screwed on, in which there was 
no possibility of any steam gaining access to the gauze. 
In one very large institution this practice had been fol- 
lowed for a long time without any ill effects. The fact 
that lack of attention to specific requirements is very 
dangerous has just been illustrated. 


“We feel inclined at this time to offer our most sin- 
cere thanks, to pay our most sincere respects, to that 
group of nurses, of whom there are thousands, who take 
their sterilizing seriously. . . . Correct sterilizing is per- 
haps the most important function of the nurses who do 
work in and about the surgery.” 

Having examined with interest the comments of these 
two manufacturers of sterilizing equipment, we ap- 
proached the manufacturer of Dunham Medium Pressure 
Traps for pertinent information. This is what they have 
advised us: 

“The pressure of course, determines the temperature of 
steam. Here are a few pressures with their correspond- 
ing temperatures : 


0 lbs. Pressure (atmosphere—212 degrees F. 
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This is an exterior view of the Mundare General Hospital, Mundare, Alberta, 
operated by the Sisters of the Immaculate Conception. 
(See article on pages 16 and 21) 
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“The Dunham Medium Pressure Trap operates over a 
pressure range from 0 lbs. to 60 lbs. It is connected at an 
outlet of the steam chamber of the sterilizer. The trap is 
open when cold. Thus, as steam enters the sterilizer it 
drives air out of the steam chamber through the open 
trap. The trap stays open until the steam completely fills 
the chamber and reaches the trap. The heat of the steam 
expands the trap disc and closes off the line. As steam 
condenses, the water flows to the trap. It is cooler than 
the steam and slightly contracts the disc, opening the valve 
just sufficiently to let the water flow out of the equipment 
into the returns. 


“The dual function of the trap is to vent all air and 
water from the sterilizer. Without a trap there would be 
danger of air pockets in the steam chamber which would 
give uneven temperatures, possibly dangerously low. 
Water backed up in the steam chamber would also lower 
the heating efficiency of part of the surface. In addition, 
the trap reduces steam consumption because the steam is 
prevented from blowing through the equipment into the 
return line and wasted. 


“Tt is presumed that sterilizer manufacturers stress the 
importance of pressure gauges on their equipment, as 
these are the first index of whether or not the engineer 
is supplying the right kind of steam for the job.” 


Our attention has recently been drawn to an article 
entitled “Do Your Sterilizers Always Sterilize?” which 
appeared in the November 1928 issue of The Modern 
Hospital. This article was written by Mr. W. Hargreaves 
of Vancouver, B.C. We are very sorry that the nature 
of this article should be such as to preclude the possi- 
bility of quoting from it without breaking the continuity 
of the arguments, for the article records almost exclusively 
the results of numerous experiments in sterilizing tech- 
nique concerned with the question “Do Your Sterilizers 
Always Sterilize?”’, as the title indicates. We have no 
doubt that Miss Charlotte Janes Garrison, Director of 
Hospital Library and Service Bureau, American Hospital 
Association, 18 East Division Street, Chicago, Ill., will 
repeat her courtesy to us by sending hospital adminis- 
trators who may be interested in this article or others 
dealing with sterilizing, a copy of this article, in the event 
of your not making it a practice to file back copies. 


MontreaL, P.Q.—Public offering of an issue of 5% 
serial bonds of the Grace Dart Home Hospital, Montreal, 
by a Montreal investment house, is expected shortly. The 
bonds will be wholly subsidized by the Quebec Govern- 
ment as to principal and interest payments. The purpose 
of the issue, it is understood, will be to meet the major 
cost of re-establishment of the institution in new and 
enlarged quarters. The Grace Dart Home Hospital was 
founded in 1898 and is maintained primarily for the care 
of destitute people suffering from pulmonary tuberculosis 
in its advanced stages. The hospital is at present located 
at 2334 St. Antoine Street, where there is accommoda- 
tion for some thirty patients. A new site has been ob- 
tained on Sherbrooke Street, near Cadillac Street, on 
which a building with accommodation for 100 patients 
will be erected. 
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MICROSCOPES 


by Steindorff 


Introduced to this continent in 
1928 by the CENTRAL SCIENTI- 
FIC COMPANY OF CANADA 
LIMITED after a thorough techni- 
cal examination ‘into other con- 
tinental makes of microscopes, 
hundreds of STEINDORFF micro- 
scopes have since been _ sold 
throughout the Dominion and there 
have been many repeat orders. 
The optics on these instruments 
are of the highest resolving power 
and definition; all objectives, ac- 
curately centred and parfocalized 
in accordance with the tube length 
of the instrument, carefully made, 
polished and fitted into their metal 
cells. 


The STEINDORFF microscope is 
not built on a piece work or pro- 
duction basis. Each instrument is 
an individual undertaking, thor- 
oughly examined when finished and 
tested by expert microscopists. 


Design, finish, durability all are 
emphasized. The result is an in- 
strument second to none, optically, 
mechanically, in appearance or 
price. We can recommend the 


STEINDORFF unreservedly. 





8535 T—Specially-built to fit the require- 
ments of physicians, medical students 
and hospital laboratories. A new 
model. Rugged construction, general 
adaptability, give it wide application. 
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Enlarged University of Alberta Hospitals 
Serve as a Health Centre 





T the official open- 
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to it but to the older sec- 
tion as well, the principle of 











ing of the new 
wing of the Uni- 
versity Hospital, Edmonton, 
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which took place on Octo- wa 
ber 17th, 1930, the institu- [fy 
tion was visioned by the i 


Honourable George Hoad- 
"ley, Minister of Health, as a 
health centre for the entire 
province. The official open- 
ing was performed by His 
Honour Lieutenant-Gover- 
nor Dr. William Egbert, 
with Dr. Robert Charles 
Wallace, president of the 
University of Alberta, pre- & 
siding. The ceremony took 

place in the Recreation Hut 

of the military section of 
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being broadcast over Sta- 
tion CKUA, the University 
radio station. With the 
completion and opening ot [ 
the new wing, the city of 
Edmonton and the province 
of Alberta have come into 
possession of what experts 
pronounce as one of the 
finest institutions on the 
continent, as far as design, 


Ze 
$5 


Ge ee 








DR. R. T. WASHBURN 


Medical Superintendent, 
Edmonton, Alberta, and Vice-President 
of the Alberta Hospital Association. 


units, that is a division into 
sections for the care and 
treatment of specified ail- 
Fi} ments. 

If anyone has the mis- 
taken idea that western 
Canadian institutions are 
“roughing it in the bush” 
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the following facts in con- 

nection with the University 

of Alberta Hospital. The 

hospital is fully modern, 

even to the extent of being 
Ye a “Closed Hospital,” with a 
staff of doctors having spe- 
cial qualifications, on ap- 
pointment. The building is 
fireproof throughout, lo- 
cated on the University 
grounds a short distance 
from the new Medical 
f]} Building on the campus. It 
includes all departments of 
medicine and surgery with 
the exception of obstetrics 
and communicable diseases. 
By affiliation, medical stu- 
dents and nurses receive 
their instruction in these 
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University Hospital, 








organization and equipment 
are concerned. 

The University Hospital 
is a public institution, owned and operated by the people 
of the province for the benefit of the people as a whole. 
Although the hospital was originally built during the war 
by the Dominion Government as a soldiers’ hospital, it 
has long since ceased to be exclusively a soldiers’ institu- 
tion. Since its purchase by the University of Alberta 
from the government, it has been a general hospital. The 
hospital has not, however, ceased to take an interest in the 
soldier patient. Under contract with the Dominion 
Government, the authorities care for those who still re- 
quire medical and surgical attention as a result of wounds 
or injuries contracted during the war. About eighty beds 
are set aside for this service. 

The hospital is also charged with the care of post- 
infantile paralysis cases in a separate department usually 
known as the Provincial Special Hospital. This depart- 
ment contains from seventy to seventy-five beds. But 
apart from these, all beds are available for the public in 
just the same way as those of any public general hos- 
pital. With the addition now completed, there are a total 
of 375 beds in the University Hospital. With the con- 
struction of the new wing, there has been applied not only 
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two branches, all other 
training being received in 
the University Hospital. 

The hospital is built and operated on the Unit System. 
The top floor is set aside in its entirety for the treatment 
of tuberculosis, and care has been taken in the selection 
of equipment in accordance with the latest technique in 
the treatment of this disease. The third floor is the 
specialists’ section. The Urological service has its Cysto- 
scopic room, X-Ray, developing section and service room 
adjacent. The Gynaecological, Dermatological and Eye, 
Ear, Nose and Throat divisions have their operating 
rooms, laboratories, etc., on the same floor. The second 
floor is surgical and has fracture service with ample pro- 
vision for dressing rooms, etc. On the first floor there 
are two medical services and the metabolic service. A 
Biochemical laboratory is located here with a twenty-four 
hour service for blood chemistry. 

On the ground floor provision is made for the X-Ray, 
Physiotherapy, Basal Metabolism, Electrocardiograph, 
main laboratory, diagnostic clinic and lecture rooms. The 
medical students’ lecture room will seat 75 students. Pro- 
vision has also been made for offices and examining room 
on this floor for the chiefs of medicine and surgery. On 
the lower ground floor, with its separate entrance, is the 
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Psychopathic Section, and care has been taken in guard- 
ing against accidents of all descriptions which might oc- 
cur in a section of this nature where there are mentally 
afflicted patients. 

The dental surgery is under the direction of the dental 
faculty of the University and the practical work for the 
hospital is carried out by the dental interne. All public 
ward patients, on admission, have an examination of the 
mouth as routine, and service patients have treatment 
carried out, free of charge, concurrently with the treat- 
ment of whatever disability requires that they be in the 
hospital. This service has linked up more closely the 
medical and dental professions. 

The outstanding features in the construction of the new 
120-bed addition are the terrazzo floors throughout with 
block rubber tile in the corridors. Adjacent to each ser- 
vice (medical one and two, surgical one and two, uro- 
logical and gynaecological, there is a sun parlour for the 
use of patients and for teaching purposes. Student classes 
may be held there without disturbing the routine of the 
wards, and visa versa. A new X-Ray film storage has 
been installed on the roof with automatic sprinklers con- 
trolled by a “rise in temperature” fuse. The equipment 
throughout the hospital is of the best and latest type. 
Wards are equipped with steel beds in walnut finish, and 
screens and curtains are made of attractive chintzes. 
Care has been taken to create a homelike appearance and 
atmosphere. 

A bed allottment has been made to members of the 
medical staff, and adjustment is made yearly, the idea 
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being to shorten the patient’s stay in the hospital. More 
graduate nurses are being employed, one at least being 
seconded to each service, thus promoting team-work and 
improving the service to nurses in training. 

The Training School for Nurses is under the direction 
of Miss Ethel Fenwick. Two courses are offered, one 
leading to a B.Sc. degree in nursing conferred by the 
University of Alberta, the other a diploma course. The 
diploma course requires three years of hospital training, 
the degree course five years, three of which are spent as 
regularly enrolled university science undergraduates and 
31 months in actual hospital training. The nurses taking 
the diploma course take their lectures in preparatory nurs- 
ing science at the University. Students enrolled in either 
course have full undergraduate standing in the university 
and are admitted to student activities and organizations. 
Due to the fact that the hospital is organized on the Unit 
System, each student nurse receives intensive training 
under specialists and with special equipment which en- 
ables her to chose the type of nursing in which she will 
specialize after graduation. 

The Training School for Nurses dates back to 1923. 
To date, seventy students have graduated in the diploma 
course and five have received the degree of B.Sc. in nurs- 
ing. The present registration includes 73 student nurses. 
Miss Ethel Fenwick has been superintendent of nurses 
since 1926, when she took over the work from Miss G. 
Smiley. Miss Fenwick is a graduate of the Toronto Gen- 
eral Hospital. She took a special course in Hospital Ad- 
ministration at McGill University after serving for several 
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years in the hospital from which she graduated. Miss 
Helen Peters is assistant superintendent of nurses and is a 
graduate of the Montreal General Hospital, having taken 
the same course as Miss Fenwick. Miss Mary Turner, 
instructress of nurses, is a graduate of the Ottawa Civic 
Hospital. Miss A. Olds is night supervisor. 

There is said to be a need for a Nurses’ Residence. At 
the present time, the student nurses are accommodated on 
the top floor of the hospital annex in the Robertson Col- 
lege building and a part of St. Stephen’s College. The 
graduate nurses live out. 

Every effort has been made to introduce a homelike 
atmosphere into the hospital. The old idea that rooms 
and corridors must be white has been discarded, a warm 
decorative scheme of buff and off-white having been 
adopted throughout, with brown rugs and brown furni- 
ture instead of white. 

Electricity comes into play in the operation of the auto- 
matic elevator, the telephone switchboard and the call sys- 
tem. When a doctor, nurse or intern is wanted, the tele- 
phone operator touches a switch which iluminates the code 
call number of that official on each of the twenty electri- 
cal corridor stations. There are also fire signals on these 
illuminated stations, so that without noise or confusion 
in other parts of the hospital, members of the hospital’s 
internal fire brigade, composed of orderlies and internes, 
will go to the scene of the fire and look after the evacua- 
tion of the building. The system also provides for a noise- 
less system of fire drill which does not disturb the 
patients. 

The waiting room is combined with the board room, 
saving the expense of a room used for board meetings 
only twice a month. It is an attractive place decorated 
in rich blue, provided with communication to the telephone 
operator’s post by a small window. 

Dr. R. T. Washburn is superintendent of the hospital 
and recording secretary of the board. 


An Electrical Air Purifier 

The illustration shows a new Electrical Air Purifier that 
generates “ozone”. 

This amazing little device destroys obnoxious odors— 
purifies close, stuffy air as if by magic. In a few minutes 
you have all the fresh air you need —full of vitalized 
oxygen—without opening windows—without danger of 
drafts. 

This little device, measuring 5 x 4 x 8 inches, is par- 
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ticularly suitable for use in private wards for purifying 
the air. 

It is entirely portable, quickly installed, needs no at- 
tention or service, and costs even less than an ordinary 
electric fan to operate. 

G. H. Wood & Company Limited, with offices at To- 
ronto, Montreal and Ottawa, have a number of these de- 
vices in their warehouses, which they are offering at an 
exceptionally low price. 


Northern Electric Co. Introduce 
“Esrobert’” Sun Lamp 


The S-1 bulb with which it is equipped and the double 
jointed arm permitting a wide range of adjustments are 
the outstanding features of the new “Esrobert” Sun 
Lamp, distributed in Canada by the Northern Electric 
Co., Limited. 

Finishes of the lamp are English bronze or antique 
ivory. The new lamp is intended for operation on 60 
cycles, 110 to 120 volts A.C. circuits. 


The S-1 bulb employed in the new lamp consists of a 
“V” shaped tungsten filament, two tungsten electrodes 
and a pool of mercury enclosed in a bulb of special glass. 
The current passing through the filament heats it to in- 
candescence, then part of the mercury is vaporized and 
an arc is formed between the electrodes. The special glass 
of the bub is designed to filter out the harmful rays and 








to permit the passage of the healthful ultra-violet rays 
only. The bulb produces forty times as much of the 
desired ultra-violet rays per foot candle as the best sum- 
mer sunlight. 

An automatic timer, Type S-1001, may be used with 
the lamp and connected between the lamp and the power 
source. It is then set for the time desired. The timer 
will then automatically throw the switch at the end of the 
desired period. 

The Esrobert Sun Lamp is also made in a ceiling type 
for use in office installations where the floor type is not 
practical. The transformer is located above the reflector. 
It is made in both antique bronze and antique ivory 
finish. It is furnished with 3 feet of chain, which may be 
shortened as desired, a screen and anti-glare glass unit. 
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News of Hospitals and Staffs 


A Condensed Monthly Summary of Hospital Activities, 
and Personal News of Hospital Workers 
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Editor’s Note: Contributions of items for publication in this department will be gladly received. 
Please Address, The Canadian Hospital, 177 Jarvis Street, Toronto. 


CHURCHILL, Man.—The necessity of establishing a 
hospital at Churchill by the United Church of Canada was 
urged recently by Mrs. S. A. Martin, wife of the United 
Church minister stationed there. 


* * * 


HaMILtTon, Ont.—An early start in the $610,000 
Mountain Hospital expansion program is planned by the 
Board of Control of the City of Hamilton. W. P. Whit- 
ton has been named by the Board to draw up the plans 
for the hospital additions. The Nurses’ Residence will 
be extended by two storeys as part of the building 
program. 





* * * 


Hazetton, B.C.—Completion of a new Mission hos- 
pital has recently been announced by the United Church. 
Built to serve Indians and white settlers, including lum- 
bermen and trappers in the northern interior of British 
Columbia, the building replaces antiquated structures. The 
cost of construction was shared equally by the Govern- 
ment of the province, the Department of Indian Affairs 
and the United Church Home Missions’ Board. Modern 
equipment is included and 50 patients can be accom- 
modated. The founder, Rev. H. C. Wrinch, a member of 
the provincial legislature, is still medical superintendent. 
His son, Dr. L. B. Wrinch, a recent graduate of the medi- 
cal school of the University of Toronto, is his assistant. 


* * * 


LETHBRIDGE, ALTA.—An open winter has enabled con- 
struction on the new St. Michael’s Hospital to progress 
favourably. The concrete walls have already risen more 
than 25 feet, and two more storeys are yet to be added. 


* x * 


Lonpon, Ont.—Adjutant Minnie Robinson, former 
matron of the Salvation Army Hospital at Toronto, has 
taken charge of Bethesda Hospital, succeeding Adjutant 
F. Sibbick, who has been transferred to Montreal. 


* * * 


Lonpon, Ont.—Miss Nora E. McPherson, superin- 
tendent of nurses at Victoria Hospital, tendered her ‘re- 
signation to the Hospital Trust on December 23rd, this 
taking effect January 3lst. Miss McPherson was acting 
superintendent of Victoria Hospital during the summer 
months and was appointed to her present position in the 
summer of 1929. She succeeded Miss Grace Fairley, who 





resigned to take a position on the coast, and until that 
time had been Miss Fairley’s assistant. No appointment 
has as yet been made, we are informed, and Miss S. 
Stewart will be acting nursing superintendent. 


2k * * 


MAGDALEN IsLANDs.—Miss Bessie Banfill sailed from 
Pictou on the S.S. Lovatt for Grosse Isle, one of the 
Magdalen Island group, where she will be stationed for 
a year at the Red Cross Outpost Hospital. 


2K * * 


OTTAWA, Ont.—For the tenth term D. M. Finnie has 
been elected chairman of the Board of the Civic Hospital, 
thereby creating for himself an enviable record in con- 
tinued active interest in hospital affairs. 
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Ottawa, OntT.—At a recent meeting of the Board of 
Trustees of the Civic Hospital, the matter of a moving 
picture machine for the use of the surgical staff was 
brought up by Dr. Robertson and its need explained by 
Dr. A. S. McElroy. On motion of the Trustees it was 
decided to invest $600 in a suitable machine. 


* * * 





QuesBeEc, P.Q.—An entire wing of the St. Michael 
Archangel Hospital for the Insane was destroyed by fire 
on December 13th, the loss being estimated at $700,000. 
The hospital, built in 1864, is located at Beaufort, a sub- 
urb. So well organized were the patients in the matter 
of fire drills, that in 20 minutes every patient was in a 
place of safety and the firemen concentrated their efforts 
upon saving the building. Since its construction in 1864, 
the building has twice been damaged by fire. 


x 2K * 


REGINA, SaskK.—Dr. O. E. Rothwell has assumed his 
new duties as director of the Psychopathic Department of 
the Saskatchewan Government at the Regina General 
Hospital. 


* * * 


St. Joun, N.B.—The Saint John’s Chapter of the Re- 
gistered Nurses’ Association have offered to furnish a 
boys’ ward of six beds in the new General Hospital 
which is under construction. 


* 2K 2K 


St. Joun, N.B.—The nurses of the St. John Infirmary 
are enjoying their new quarters in the former Rosary Hall 
building, which has been re-arranged and thoroughly re- 
novated and is now the Nurses’ Residence of the In- 
firmary. Through the generosity and energetic efforts of 
the Infirmary Aid and the Infirmary Alumnae, many 
welcome gifts have been received which contribute im- 
measureably to the comfort of the residence. The ac- 
commodation of the building is for 29 nurses. 


* K * 


St. Joun, N.B—The commissioners of the St. John 
Public General Hospital will support the St. John and 
New Brunswick Medical Societies in requesting purchase 
by the Provincial Government of a supply of radium for 
the treatment of cancer among the poor of the province, 
undertaking to provide at the new General Hospital a 
cancer clinic with an expert in charge. At the same time 
that this matter was considered, it was decided to ask for 
a conference with representatives of Dalhousie University 
to consider the future status of the General Hospital for 
clinical training for medical students. The date for the 
opening of the new hospital is tentatively set for some 
time in August or September. In connection therewith, 
a letter has been written to Lord Dawson of Penn, the 
King’s Physician, asking that if he is able to arrange his 
projected trip at that time, he might speak at the opening 
ceremonies. 


(Continued on next page) 
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News of Hospitals and Staffs 
(Continued from page 31) 


Sarnia, Ont.—Miss Minnie Lee, former surgical 
supervisor of the Sarnia General Hospital, has been ap- 
pointed superintendent of that institution in succession to 
Miss K. W. Scott, who recently resigned to become 
superintendent of the Kitchener-Waterloo Hospital. The 


‘new superintendent has been associated with the hospital 


for sixteen years. 
a ae. 


SASKATOON, SasK.—Construction of the new wing of 
the City Hospital will be commenced immediately, it was 
decided at a recent meeting. The general contract has 
been awarded to A. W. Cassidy & Company, the tender 
being for $130,688. 


* * * 


SELKIRK, MAn.—Friends of the Selkirk General Hos- 
pital made a presentation to the institution recently of the 
surgical ward in the new wing, which they have furnished 
and equipped as their contribution in the recent erection 


of the new addition. 
x * x 


STRATHROY, ONT.—Miss Anna E. Burgess, a graduate 
of a Melbourne, Australia, hospital, has been engaged as 
Assistant Superintendent of the Strathroy Hospital, her 
official duties having commenced January 2nd. Miss 
Burgess has had ten years’ experience in the profession 
and is a specialist in obstetrical nursing. She is also pro- 
ficient in dietetics and understands X-Ray work. Miss 
Burgess recently came to Ontario from the Pacific Coast. 


* * * 


Toronto, Ont. — The Shriners’ Crippled Children’s 
Committee have under advisement the establishment in 
one of Toronto’s hospitals of two children’s wards, one 
for boys, the other for girls, containing six to eight beds 
each and to be known as Rameses Temple Wards, where 
crippled children sent in by that Temple will be treated 


free. 
* * x 


Toronto, OnT.—Sickness among the unemployed non- 
residents of Toronto recently reached such proportions 
that combative measures became necessary. As a result, 
25 beds have been set aside in one of the Toronto hos- 
pitals for the sick unemployed, for which $1 per day is 
paid and the medical services thereto furnished by the 


Health Department. 
io: ee. 


Toronto, OntT.—At a meeting of the Board of Trus- 
tees of the Hospital for Sick Children, Dr. Allan Can- 
field was appointed physician-in-charge of the Mother- 
craft Centre recently established in Toronto, which will 
open some time in February, we understand. Miss Helen 
C. Satchell will be matron of the institution, as indicated 
in a recent article on this important new project which 
appeared in the Canadian Hospital. 
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WELLAND, OntT.—The general contract for the child- 
ren’s ward of the Welland County General Hospital has 
been awarded to the Reg. Timmins Construction Co. FOODS and BEVERAGES 
Limited, for $3,300. It is thought that this ward will be 
ready for occupancy in about two months’ time. 














+ 
WInpsor, OntT.—Dr. Malcolm Robert Graham, who 2. A PERLE 

for the past seven years had been medical superintendent PURE FRENCH OLIVE OIL 
of the Essex County Sanatorium, died on December 25th Analyzed and pronounced “a perfect specimen of 
after a long illness as the result of heart trouble. Dr. Olive Oil.” 
Graham came to the Border Cities from Calydor when Write, wire or ’phone at the expense of 
the new sanatorium was o ive i 

! s opened and had been active in W.G.PATRICK & co., LTD. 
the discharge of his duties until a few months ago, when 51-53 Wellington St. W. ‘ Toronto 
illness forced his resignation. Dr. Graham graduated Halifax — Montreal — Winnipeg — Coleney — Vancouver 








from the University of Toronto in 1909, since which time 
he had become highly regarded as an expert diagnostician 


in tubercular cases. 
ane a The Triple Link of Health 
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Woopstock, Ont.—The new superintendent of the 
Listowel Memorial Hospital is Miss Woodward, a native 
of Norwich, who has a splendid record in hospital work. 
Miss Woodward has filled the following important posi- 
tions: Night Supervisor, Port Arthur General Hospital ; 
Superintendent, Strathroy Hospital; Superintendent, 
Neepawa Hospital, Manitoba, as well as having had con- 
siderable experience in the operating room of the Guelph 
General Hospital. 
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Ontario Hospital Association Co-operating 
with A. H. A. Convention 


In view of the fact that the American Hospitals As- 
sociation is holding its 1931 Convention in Toronto from 
28th September to 2nd October, the Ontario Hospital 
Association has decided to withdraw its regular Annual 


Convention in order that all its members may attend the ° 
A.H.A. meetings. One day during the week will be set Lack 
apart for business and sectional meetings of the Ontario 


—for— 
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Hospital Association, with possibly a Luncheon at noon, 
the date of which will be announced later. 

In the meantime the Board of Directors of the Ontario over as a needed paatety measure 
Hospital Association urges its members and friends to A. W. DIACK 
make a note of the ALELA. Convention dates, and plan 5533 Woodward Ave. n DETROIT, Mich. 
to attend their meetings. The Convention will be out- 
standing from an educational point of view. The Com- 
mercial and Educational exhibits will number several 
hundred, and the magnificent new Automotive Building 
in the C.N.E. Grounds will house this fine Exhibition and 
the day meetings of the Association. No one interested 
in hospital work and management who can _ possibly 
attend should miss the opportunity of doing so. 
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THE MORRIS HOSPITAL SERVICE, INC. 
Medical Arts Building, Chicago 


POSITIONS WANTED 


DIETITIAN — B.S. Massachusetts State Normal School, 
dietetics Cliffton Springs. Two years’ teaching experience. 
Protestant, 25. 

HISTORIAN—Normal school and business education. Ex- 
ceptional training records. Experience public health depart- 
ment and class A hospital. Protestant, 32. Competent in 
every particular. 

PHYSIOTHERAPIST—Physical education graduate McGill 
University, physiotherapy graduate Northwestern University. 
Experience two splendid institutions. 37, Scotch, fine. 
SUPERVISOR, OPERATING ROOM—(a) Registered New 
York. Three years surgery, good hospitals. Protestant, 28. 
Well qualified to take charge operating room. (b) Graduate 
Grace Hospital, postgraduate surgery Presbyterian, New 
York. Splendid experience. Excellent surgical nurse. 





CLASS PINS 


We make a specialty of manufacturing rings and pins for 
hospital training schools; catalogue and special designs on 
request. J. F. APPLE CO., LANCASTER, PA. 





BLANKETS 


BLANKETS FOR HOSPITALS—“It it’s blankets, buy the 
Skelton Brand.” We specialize in hospital blankets and sell 
direct from the mills. Get better quality blankets at lower 
prices. Hundreds of prominent hospitals are our customers. 
Write for miniature samples and prices. Skelton Woollen 
Mills Company, 47 King St. West, Toronto. 


AZNOE’S CENTRAL REGISTRY FOR NURSES 
30 North Michigan Avenue, Chicago 


POSITIONS WANTED 


AZNOE’S CANADIAN NURSES AVAILABLE: (A) Two 
friends age 25, 21, RN’s Manitoba, prefer Surgical work; 
$85. (B) RN Ontario, age 30, 2 years’ experience, wishes 
Supervising, $100. Two years college work. (C) RN Sas- 
katchewan, age 23; 1 year experience, asks $75. No. 3700. 
Aznoe’s Central Registry For Nurses, 30 North Michigan, 
Chicago, Illinois. 


AZNOE’S HAVE AVAILABLE FOR CANADIAN AP- 
POINTMENTS: (A) Dietitian, age 23; BS degree Acadia 
University; 6 months Hospital Dietetics; wants Assistantship. 


(B) Woman X-Ray Technician, age 29; graduate nurse; Re- 
gistered Technician; 6 years in present position. Wants 
Western Canada, $100. No. 3701. Aznoe’s Central Re- 
gistry For Nurses, 30 North Michigan, Chicago, Illinois. 


DIETITIAN, age 23; 2 years’ training Macdonald Institute; 
6 months Hospital Dietetrics, Western Hospital, Toronto; 
prefers Assistantship; ready NOW. No. 3654. Aznoe’s 
Central Registry For Nurses, 30 North Michigan, Chicago, 
Illinois. 





DIPLOMAS 


DIPLOMAS—ONE OR A THOUSAND-—Illustrated circu- 
lar B, mailed on request. Ames & Rollinson, 206 Broadway, 
New York, N.Y. 


Please refer to THE CANADIAN HOSPITAL when writing 
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We Prepay the Freight on 
Bed Gowns 


in ten dozen lots, or on orders for an assort- 
ment of items amounting to $100 or more. 








Ml 


fi 

yi 

Mg 
!] 


f 


i 
| 


uf 


if | 
i 
| 


a 


I 


Style No. 700 


ORDERLY’S 
COAT 


Made of of good quality 
bleached duck, plain white 
or striped, medium high 
collar, three pockets, 5 de- 
tachable buttons, neat 
pointed cuff on _ sleeve. 
Prices: Plain white, $18.00 
per dozen; striped, $21.00 
per dozen. 


NURSES’ 
OPERATING 
GOWN 


Full-length gown 
with plain front. 
neat turn-over 
collar and_ full- 
length sleeves. 
Closes down back 
with tie tapes, 
and with long 
belt stitched on 
front to tie 
back. Can 
furnished 
knitted 

which fit closely 
and easily into 
the rubber gloves. 


REDUCED 
PRICES 


Bleached Marble 
Head @ $18.00 
per doz. 


Bleached Sheet- 
ing of extra 
good quality @ 
$15.50 per doz. 
lf knitted cuffs 
required add 
$1.50 per dozen. 











Style No. 407 


PATIENT’S BED 
GOWN 


Standard length 40 inches, 
fastens down back with 
tie tapes, or linen buttons 
if preferred, reinforced with 
yoke both back and front. 


SURGEON’S 
OPERATING 
GOWN 


A full length 
gown with plain 
front, standing 
collar and _ full- 
length sleeves. 
Closes down the 
back with tie 
tapes, and with 
long belt stitch- 
ed on front to 
tie at back. Can 
be furnished with 
knitted cuffs 
which fit closely 
and easily into 
the rubber gloves. 


REDUCED 
PRICES 


Bleached Marble 
Head @ $18.00 
per doz. 


Bleached Sheet- 
ing of extra 
good quality @ 
$15.50 per doz. 
lf knitted cuffs 
required add 
$1.50 per dozen. 


Bleached Marble head @ $12.50 per doz. 


Bleached Sheeting - 
Unbleached Sheeting - 


SALES TAX INCLUDBIQT TQ) 


@ $9.75 
@ $8.50 


per doz. 
per doz. 








All our garments 


Unconditionally Guaranteed 


as to both 


workmanship and material. 


—— 








690 King St. West 
TORONTO 2 


LIMITED 


Made in Canada by 


CORBETT~ COWLEY 


1032 St. Antoine St. 


MONTREAL 





Style No. 300 


HOUSE DOCTOR’S 
COAT 


Made of bleached drill, this 
coat is neat and service- 
able. It has the lay-down 
collar, three pockets, de- 
tachable buttons and 
pointed cuff on _ sleeve. 
Price for the coat, $25.50 
per dozen. Pants to match, 
$24.00 per dozen. 








Please refer to THE CANADIAN HOSPITAL when writing 











To get the most for your dollar 


The Hobart Model 
M-80 Super Mixer. 
Capacity of bowl is 
80 quarts. 40, 30 
and 20-quart bowls 
interchangeable. 


Crescent Glass 
and Dish Washer 


Model T215-GA 

f{'. Hobart Food 

Cutter on Floor 
Pedestal 


The new Hobart 

Electric Slicing 

Machine on Floor 
Pedestal 


The Hobart 
Bench-type 
Potato Peeler, 
Model 6015 


ADVANTAGES 
OF HOBARTIZING 
YOUR KITCHEN... 


] Hobart Machines are made of Highest 
Quality Materials by skilled craftsmen. 


> Hobart Machines, even to Motors, are built entirely 
by Hobart, the World’s Largest Manufacturers of 
Food Preparing Machines. 


3 With complete Hobart Equipment, all your guar- 
antees come from one place. 


4. With complete Hobart Equipment, all your service 
comes from one place... a Factory-trained Nation- 
wide Service Organization such as no other man- 
ufacturer of Electric Kitchen Machines can offer you. 


5 Having all machines guaranteed and serviced by 
this one company avoids confusion. 


Sold through Leading Kitchen Outfitters 


... Hobartize 
your kitchen 


In every Hobart Machine, you get the best that money 
can buy... the best that the Worl *s Largest Manufacturers 
of Electric Kitchen Machines can possibly build. 

Then too, Hobart is the only manufacturer of Electric 
Kitchen Machines building its own motors. Each motor 
is designed for the unit on which it is used and is con- 
structed as an integral part of that machine. These 
Hobart-built motors carry plenty of surplus power. They 
are completely inclosed and ventilated. 

In Mixers, Hobart offers you everything from the High- 
est Quality, Adaptability and Performance to the widest 
range of sizes from which to choose. They are built with 
3, 5, 10, 15, 20, 30, 40, 60 and 80-Quart Bowl Capacities. 
They operate many attachments. 

Hobart Potato Peelers handle large quantities of 
potatoes quickly and economically. By going only “skin 
deep” they have brought ‘oni loss down to a negligible 
yoint. They are built in three sizes with capacities up to 
45 lbs. in less than two minutes. 

The Hobart Electric Slicing Machine brings you all the 
very latest slicing features in one machine. It is speedy 
... convenient to operate... easy to clean... quiet and 
safe. It is the last word... the Slicer of slicers. 

Hobart Food Cutters handle enormous quantities of 
vegetables, meats, fruits, nuts, etc. in an almost unbeliev- 
ably short time... without loss of juices. 

Crescent Dishwashing Machines, like other Hobart- 
built machines, offer you the most for your dollar. They 
are built in several automatic and semi-automatic Models 
one of which will meet your own requirements. They 
contain many exclusive features. All automatic Models 
employ the revolutionary Dual-Drive principle. 


For further information on any or all 
of these Machines, check and send us 
the coupon now ...no obligation. 


THE HOBART MFG. CO., LIMITED 
173 King St. East, Toronto 2, Ont. 


Manufacturers in Canada for Over Twelve Years 


Mail this Coupon NOW 


THE HOBART MFG. CO., LIMITED 


173 KING ST. EAST, TORONTO 2 Dept. K 32 


Please send further information on machines checked below: 


[mm | Game] I 


Name 





Dish. 


SLICING 
WASHERS 


FOOD 
MACHINES 


CUTTERS 


POTATO 
PEELERS 








Street 








City & State ___ 











